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INFO OCT-01 CIAE-00 COME-OO DODE-OO INR-09 NSAE-00 RSC-01 
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FM USMISSION OECD PARIS 
TO SECSTATE WASHDC 9075 

CONFIDENTIAL OECD PARIS 6640 

EXCON 

E. O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, GE 

SUBJECT: FEDREP RADIO LINK EQUIPMENT TO GDR - IL 1520 
REF: A. SCOM DOC (72) 355 B. STATE 2800 

1. GERDEL HAS INFORMED USDEL FOLLOWING MEASURING 
EQUIPMENT IS INVOLVED IN SUBJECT CASE: 

A. 1 WATTMETER MULTIPLIER 0-5 GC/ S, TYPE U 87 

B. 1 IF VOLTAGE GENERATOR AND METER 70 MHZ, TYPE U 2001 

C. 2 REFLECTOMETER EQUIPMENT 75 OHM, 1-100 MHZ, TYPER 273. 

POUCHED TO OEC- ROBINSON ARE BROCHURES. 

2. GERDEL STATES THAT AFTER TECHNICAL REEXAMINATION. 
FEDREP AUTHORITIES CONSIDER EQUIPMENT LISTED PARA 1 IS 

NOT COVERED BY IL AND HENCE SHOULD NOT HAVE BEEN INCLUDED 
IN REF A SUBMISSION. HE ASKS WE INFORM HIM OF U. S. VIEW THIS 
POINT. 

3. REQUEST INSTRUCTIONS NLT MARCH 29. XGDS-1. 

BROWN 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 MAR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973OECDP06640 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XGDS-1 

Errors: n/a 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730332/aaaahzqm.tel 

Line Count: 55 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 73 STATE 2800 

Review Action: RELEASED, APPROVED 

Review Authority: morefirh 

Review Comment: n/a 

Review Content Flags: 

Review Date: 15 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-Aug-2001 by izenbei0>; APPROVED <27-Sep-2001 by morefirh> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: FEDREP RADIO LINK EQUIPMENT TO GDR - IL 1520 
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